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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 03494 191327Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO /013W 

19133 1Z 007447/47 

P 191047Z APR 77 

FM AMEMBASSY ATHENS 

TO SECSTATE WASHDC PRIORITY 0057 

UNCLAS ATHENS 3494 

FOR FBO 

E.O. 11652: N/A 

TAGS: AFSP, ABLD, ASEC, GR 

SUBJECT: AIR CONDITIONING EQUIPMENT FOR EMBASSY ANNEX, PROP NO 
X21021 OBX 

REF: STATE 78149 

1 . THE EMBASSY APPLIED TO CITY OF ATHENS FOR PERMISSION FOR 

A 12 INCH DIAMETER PIPE TO BE BURIED BENEATH MAKEDONON STREET 
BETWEEN EMBASSY PROPERTY AND ANNEX ACROSS THE STREET. VERBAL 
DISCUSSION BETWEEN EMBASSY ENGINEER AND CITY AUTHORITIES 
INDICATED THAT PERMISSION WILL BE GRANTED 

2. INSTALLATION OF 12" PIPE WILL NOT AFFECT THE FOOTINGS OF 
THE EMBASSY SECURITY FENCE 

3. LOCATION OF CONDENSING UNIT ON EMBASSY PROPERTY IS NOT 
EXPECTED TO DETRACT FROM THE EMBASSY’S ARCHITECTURAL APPEARANCE 
THE CONDENSING UNIT WILL BE INSTALLED NEAR SHRUBBERY WHICH 

WILL HIDE IT 

4. THE CHARGES A/FBO WILL BE ASSESSED WILL BE ONLY THE CHARGES 
DIRECTLY RELATED TO THIS PROPOSED EQUIPMENT LOCATION, SUCH AS 
CONSTRUCTION OF THE DITCH, INSTALLATION OF PIPES, AND RESTORATION 
OF THE SIDEWALKS AND STREET. THERE ARE NO CITY ASSESSMENTS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ATHENS 03494 191327Z 

ASSOCIATED WITH BURYING PIPES BELOW THE SIDEWALK AND STREET 
LEVELS. 

KUBISCH 
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